Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 


Message Text 


CONFIDENTIAL 

PAGE 01 OECD P 32325 191036Z 
15 
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FM USMISSION OECD PARIS 

TO SECSTATE WASHDC PRIORITY 1430 

CONFIDENTIAL OECD PARIS 32325 

EXCON 

E.O. 11652: XGDS-1 
TAGS: ESTC, COCOM, FR, UR 

SUBJECT: FRENCH UNDERWATER TELEPHONES TO USSR - IL 1502 
REF: COCOM DOC (73) 244 

1. URGENCY PROCEDURE. ONE ERUS 2A UNDERWATER WIRELESS 
INTERCOMMUNICATION STATION AND ONE ERUS 2B SURFACE STATION, 
VALUED AT $2265 TO SOVIET MERCHANT MARINE MINISTRY FOR USE 
IN SHIP REPAIR AND RESCUE OPERATIONS. DOC CITES PREVIOUS 
APPROVALS OF THISTYPE OF EQUIPMENT IN CASES (73) 1 125, 

1691 AND 1700. URGENCY PROCEDURE INVOKED BECAUSE OF YEAR-END 
EXPIRY OF FOREIGN EXCHANGE ALLOTMENT. VIEWS REQUESTED NLT 
DEC 27. 

2. INSTRUCTIONS REQUESTED IN TIME FOR REQUESTED DUE DATE. 
BROWN 
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